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Sept. 13, 1953 -- Grants Pass, Oregon 


"I stepped outside at 1:30 AM. and im- 
mediately saw a very brilliant Light di- 
rectly east end about half-way up the 
horizon. ‘This seemed to be quite close. 

I might compare the intensity of this light 
to the headlight of a car, but it looked 
more like a flare than a beam. It moved 
rapidly, but not exceedingly fast, to the 
south about 40 degrees, dipping and weav- 
ing slightly from side to side, hovered 4 
few saconda, made a large circle then moved 
slightly higher and north to a point a 
littie ahort of where I first saw it. This 
took about 45 seconds. It then circled and 
hovered there for about ten minutes before 
gradually receding and dimming out. 

"from the way it circled and hesitated 
during its flight it gave the impression 
that it was looking for something such ae 4 
guiding beam, or, say, & line of magnetic 
force”. har 


EDITORS NOTE: The direction described 
with reference to Grents Pass, Oregon, would 
Place the object directly above or close to 
the Oregon Vortex, 8 well known mgnetic. 
fault. 
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FLIOBAPT wee forwarded to this By by Haj. Melaughlia, ee 


The follewing 
fies Ba 2nd Army, Fort George G. Meade, Maryland. 


Locations Object observed in a northeasterly direction from & 2d Arsy, 
Ft ‘Mtade, Md.» in the direction of Laurel, Md. { about 1 or 2 
miles from Ft, Meade), 

Altitude: Retimated 5-6000 feet 


Lirection: Moving from MB to 4 very swiftly, zigesazging, rising rapid), 
stopoing, and then moving of f rapidly again. 


Descriptian: a golden light similiar to a star and about four (1) 
times ag large. Disappeared for 2-} seconds then reappeared. 


Speed: Faster than any knom 2/e and very saneuverable. 

Source: Twe (2) EM frem Ft, Meade can be contacted thru G2, 2d Army. 

Comma 9 9 oS ime eoenen Se Andrews AFB was contacted and had also 
obecrved the 


at approximately the sae tine end sane 
place. Wo radar contact was established. 


